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Th«  ic*  cub*  comvth  •  Mr.  Cool,  tho  hottoit  star  to  ever 
bounce  around  the  pyro-pyramld.  Naming  fireballs  blaze  a 
menacing  trail  as  Mr.  Cool  chills  the  2t  plates  in  the  pyro- 
pyramld.  Hot  springs  follow  his  every  move  through  the 
Inferno.  One  touch  by  either  and  he's  |ust  another  puddle,  it 
takes  quick  flicks  of  your  wrist  and  a  touch  of  SuperCooi  to 
survive.  Join  Mr.  Cool  in  fast-paced  action  that  will  have  you 
bubbling  over  with  excitement! 
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